OUR  LADY  OF  GUADALUPE.  SAN  MIGUEL  CHURCH, 
SANTA  FE.  NEW  MEXICO 


This  picture  is  one  of  the  oil-paintings  in 
the  San  Miguel  Church,  Santa  Fe,  New- 
Mexico.  The  signature  on  the  canvas  has  not 
been  satisfactorily  identified,  but  the  rich 
reds,  blues  and  yellows,  with  their  beautiful 
blendings  indicate  an  old  master. 
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